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Material Safety Data Sheet 

Alkaline Manganese BnUon Cell 
Sped fic<ilion: AS Nc^' Leader TT>S 

Model No. SGl(AGl) 

Produci approx. Weight; 0.30g 


Main Chemical Components 


Potassium Hydroxide 

8% 

CatJiodeCap 

12% 

Caihmk:7inc Plastei' 

10% 

(iasKa 

4% 

Anode Can 

25% 

Anode Manganese Dioxide 

30% 


IMPORTANT NOTE: Thd battef7 should riot be openofl or Oumod Exposure to the ingredienls 
conlainsd wilhin or that combueliori oroducts could be hiarmful 


FIRE AND EXPLOSION HAZARD DATA 


In case of fir©, it Is permissible to use ary aas© of extinguishing moOium on these oanerlos or ihor 
packing matonei. Cool ©xienor of baOarioe if oxposea w fire io prevent tuplure 


Fi*A finhier.c ^hnitlrl wear s©lf*cnnlaiied brealhina aooaraius. 
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LJjiless vented, ff such a mlMijre is present, snon circuds, higri temperature, or etanc 
sparks esn cause an ignition. 





Mi 


fiHKOiaii 


Do not oostruca safety retease vents on bafteriee. Encapeulatioo (potting) of batteries 
will not allow cell venilog and can cairse nigh pressure rupture 

Harvllmg: Aocrdental short orcuil For a tew seconds will not seriously affect the 
battery, Prolonged short circuit will cause the battery to Iceo energy, and can cause 
the safely release veni to open, sources of short circuHs include jumbled betterles in 
bulk contarers, metaf jewelry, metal covered tables or metal belts used for assembly 
of batteries into devices. 


Charofng: This cattery is manutsetured m a charged state. It is not daslgneci for 
rediergng. Rechargir>g can cause baiter/ leakage or, In some cases, high pressure 
rupture. Inadvertent charging can occur it a battery is installed backwards. 


SPECIAL PROTECTION INFORMATION 

Varfilafiort Requirements: Not necessary under normal conditbns. 

Respiratory Protection: Not necessary under normal conditior^s. 

E/o Protection; Not necessary under normal condilloris. Wear safety trasses with side shields If 
handling ar> open or leaking baltory. 


Gloves: Not necessary under normal conditions Use r>eoprene or natural rubber 
gloves if handling an oocn or loalsina batten/. 




